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* This Notice Expires 30 September 1975 


NPIC NOTICE PERSONNEL 
NO. 1-13 12 June 1975 


GROUND PHOTO FILE RELOCATION 


The Ground Photo Services Branch/RSD will move from room 
2N200 to room 18200C between 13-16 June 1975. Services will be 
provided as usual during the moving period. The phone numbers 
listed in the NPIC Directory will be retained. 
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